56      DOCKETED ITEMS
8503180211 Submits payment of fee for 850109 application requesting extension of deadline for environ qualification of certain electrical equipment^ response to 850212 request.
BRADLEY.E.J. Philadelphia Electric Co. 85/03/11. DIGGS.R.M. License Fee Management Branch. 1p. 29383:360-29383:360.
8503280138 Informs that 850205 addl info re QA program description adequate to resolve concerns identified in TT Martin 841215 Itr
EBNETER.S.D, Region 1, Office of Director. 85/03/11. DALTROFF.S.L. Philadelphia Electric Co. 2pp. 29554:272-29554:273.
8503190345 Discusses   corrective  actions for IGSCC during Spring  1985 refueling outage.Number of weld locations where IGSCC detected & number of weld locations overlay repaired indicated in GE technical justification should be I7,not 15. COONEY.MJ. Philadelphia Electric Co. 85/03/13. STOLZ.J.F. Operating Reactors Branch 4. 3pp. 29409:070-29409:072.
8503290265 Summary of 850306 meeting w/util & BNWL in Philadelphia,PA re effectiveness of NRC requirements in limiting risk.
GEARS.G. Operating Reactors Branch 4. 85/03/13. Operating Reactors Branch 4. 4pp. 29563:346-29563:349.
8503260196 Forwards request for addl info following preliminary review of responses to Generic Ltr 83-28,lterns 2.1,2.2.3.1.3,3.2.3, 4.4 & 4.5.Supplementary info required within 60 days for Items 2.1 & 2.2.2 & 90 days for Item 4.5.3. STOLZ.J.F. Operating Reactors Branch 4. 85/03/14. BAUER.E.G. Philadelphia Electric Co. 4pp. 29518:224-29518:227.
Q. Inspection reports, IE Bulletins & correspondence
8502250807 IE Info Notice 85-016, 'Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503290005 Forwards Insp Repts 50-277/84-39 & 50-278/84-32 on 841201- 850131. COLLINS.S.J. Region 1, Office of Director. 85/03/06. DALTROFF.S.L. Philadelphia Electric Co. 2pp. 29565:143-29565:161.
-8503290010 Insp Repts 50-277/84-39 & 50-278/84-32 on 841201-850131 .No unacceptable conditions identified.Major areas inspected: operational safety.radiation protection.physical security, LERs & maint
JOHNSON.J.P., WILLIAMS,J.H., BEALL.J.E. Region 1, Office of Director. 85/03/03. 17pp. 29565:145-29565:161.
85030S0481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503150364 Forwards Insp Repts 50-277/84-40 & 50-278/84-19 on 841210-13 & notice of violation,Steps taken to correct violations noted in ends to 821112 & 831024 Itrs verified.
EBNETER.S.D. Region 1, Office of Director. 85/03/08. DALTROFF.S.L. Philadelphia Electric Co. 2pp. 29371:060-29371:072.
-8503150373 Notice of violation from insp on 841210-13. * Region 1, Office of Director. 85/03/08.1p. 29371:062-29371:062.
-8503150383 Insp Repts 50-277/84-40 & 50-278/84-19 on 841210-13. Violation noted:failure to maintain fire barrier integrity.
KRASOPOULOSA, ANDERSON.C.J, Region 1, Office of Director. 85/02/27. 10pp. 29371:063-29371:072.
8503180104 Responds to NRC 850206 Itr re violations noted in Insp Repts 50-277/84-33 & 50-278/84-27.Corrective actions:temporary emergency procedure change immediately initiated.Procedure EP-101 revised on 841106.
DALTROFF.S.L Philadelphia Electric Co. 85/03/08. MARTIN.T.T. Region 1, Office of Director. 3pp. 29386:177-29386:179.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103) 85/03/11. Consolidated Edison Co. of New York, Inc. f07pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12 Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503190480 Discusses results of investigation into gagging safety relief valve of lowest setting in order to perform Class 1 hydrostatic testing.per Table IWB-5220-1 of Section XI of ASME Code.Safety relief valves can be gagged.
COONEY.MJ Philadelphia Electric Co. 85/03/13. STOLZ.J.F, Operating Reactors Branch 4. 2pp. 29407:284-29407:285.
8503210241 Requests remission of required fee for 840628 application transmitting second 10-yr inservice insp & testing program & requesting relief from certain ASME Code requirements.per 10CFR170.12 & 170.21.
DIGGS.R.M. License Fee Management Branch. 85/03/14. BAUER.E.G. Philadelphia Electric Co. 1p. 29479:360-29479:360.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
8503260298 Ack receipt of 850228 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-277/84-42 & 50-?''3;84-34.
MARTIN.T.T. Region 1, Office of Director. 85/03/19. DALTROFF.S.L Philadelphia Electric Co. 2pp. 29504:249-29504:253.
-8503260304 Responds to NRC 850129 Itr re violations noted in Insp Repts 50-277/84-42 & 50-278/84-34.Corrective actions:precautionary measures including venting special radwaste shipments taken & analysis of event & evaluation of waste disposal program.
DALTROFF.S.L Philadelphia Electric Co. 85/02/28. MARTIN.T.T. Region 1, Office of Director. 3pp. 29504:251-29504:253.
8503260338 Forwards Insp Repts 50-277/85-04 & 50-278/85-04 on 850114-17 & 0213.No violations noted.
EBNETER.S.D. Region 1, Office of Director. 85/03/19. DALTROFF.S.L. Philadelphia Electric Co. 2pp. 29504:193-29504:205.
-8503260340 Insp Repts 50-277/85-04 & 50-278/85-04 on 850114-17 & 0213. No violations noted.Major areas inspected:prograrn for safe end repair & replacement. REYNOLDS.S.D.. GRAY.E.ri, DURR.J.P. Region 1, Office of Director. 85/03/15. 11 pp. 29504:195-29504:205.
R. Periodic operating reports & related correspondence
8503220446 "Semiannual Effluent Release Rept 18,Jul-Dec 1984." W/850228 Itr. FLEISCHMAN,R.S., ALDEN.W.M. Philadelphia Electric Co. 84/12/31. MURLEY.T.E. Region 1, Off ice of Director. 14pp. 29483:173-29483:186.
8503200370 Monthly operating repts for Feb 1985.W/850315 Itr. ALDEN.W.M,,  LOGUE.R.H.  Philadelphia Electric Co. 85/02/28.  10pp.  29428:120-29428:129.
S. Reportable occurrences, LERs & related correspondence
8503080425 LER 85-004-00:on 850126,during surveillance testing.HPCI turbine exhaust rupture diaphragm alarm annunciated following startup.Caused by failed rupture inner disc PSD3-23-6.Disc replaced.W/850225 Itr.
NAGLE.J.C.,  ULLRICH.W.T.  Philadelphia Electric Co. 85/02/25.  4pp.  29284:084-29284:087.
8503130076 LER 85-005-00:on 850129,total combined leakage of Types B & C tests exceeded allowable leak rate limit.Valves w/unacceptable leak rates repaired & retested.W/850228 Itr.
NAGLE.J.C.,  ULLRICH.W.T.  Philadelphia Electric Co. 85/02/28.  4pp.  29366:207-29366:210.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
V. Operator Examinations
8412070034 Accepts 840928 proposed one-time change in schedule for administering annual oral & written requalification exams. Change would be in interest of plant safety & would help reduce addl burdens on personnel by removing conflicts. STOLZ.J.F. Operating Reactors Branch 4. 84/11/28. BAUER.E.G. Philadelphia Electric Co. 4pp. 27843:283-27843:287.
DOCKET 50-280 SURRY POWER STATION, UNIT 1
F. Security, medical, emergency & fire protection plans
8503010103 Responds to FOIA request for S Varga 840810 Itr to WL Stewart & encl.App A documents encl & available in PDR.
FELTON.J.M. Division of Rules and Records. 85/01/09. PEDRO.J. NUS Corp. 2pp. 29191:067-29191:097.
-8503010109   "Comments   on   Detailed   Control   Room   Design   Review   Program Plan.Surry Power Station Units 1 & 2 & North Anna Power Station Units 1 & 2." * Lawrence Livermore National Laboratory. 84/06/11. 27pp. 29191:071-29191:097.
8503060081 Forwards "Conformance to Reg Guide 1.97...." Conformance & justifications for exceptions acceptable.Response to open items requested within 60 days of receipt of Itr.
VARGA.S.A, Operating Reactors Branch 1. 85/02/19. STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co.). 3pp. 29264:214-29264:234.
-8502050389 "Conformance to Reg Guide 1.97,Surry Power Station Units 1 & 2." STOFFEL.J.W. EG&G, Inc. FIN A-6483. 85/01/31. NRC - No Detailed Affiliation Given. 18pp. 29264:217-29264:234.
8503130368 Revised "Corporate Emergency Response Plan," for First Quarter 1985 W/ 850305 Itr.
STEWART.W.L. Virginia Power (formerly Virginia Electric & Power Co)  85/02/20 GRACE.J.N. Region 2, Office of Director. 266pp. 29332:315-29333:220.
